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Kudberg with his apparatus has found lower figures than mine. It is difficult witli any certainty to determine the causes of these differences. I have already stated above that I had never obtained good results when I fixed .the mark <* on the capillary part ED of the tube; but I believe that still another reason could be given which has led Rudberg to results that are too low. This physicist has always in his calculations neglected the little volume of air, not heated, which is contained in the portion Ba of his capillary tube. This volume is very small, nevertheless it is hardly probable that it can be entirely neglected. Unfortunately, Eudberg has not given in his memoir the dimensions of the different parts of his apparatus; hence it is impossible to calculate now the correction this fact would involve in his results.
FOURTH SERIES OE EXPERIMENTS. This series  of  experiments  was made with  an apparatus
G
r'l
FIG. 13.
96
FIG.   14. of the tops of the menisci; we may thus realise that these sometimes vary in the same experiment from a certain amount to double that amount. As a matter of fact, here is a series of measurements of the corresponding heights of the two menisci:
